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June  11,  1980 


GREENWOOD  CEMETERY 

25th  Street  and  5th  Avenue 

Brooklyn,  New  York  11232. 

Dear  Sir: 

On  May  10,  1854,  JOHN  G.  MURRAY  died  in  New  York  City. 

On  May  12,  1854,  he  was  buried  in  Greenwood  Cemetery. 

Can  you  tell  me  where  in  Greenwood  Cemetery  the  grave  of  JOHN  G. 
MURRAY  is  located? 

Is  there  a  tombstone  that  marks  the  grave  of  JOHN  G.  MURRAY? 

I  have  enclosed  a  stamped,  self-addressed  envelope  for  your 
convenience  in  replying  to  this  letter. 

Thank  you. 


Sincerely 


S.  Robert  Powell 
SALOMON  BROTHERS,  45th  floor 
One  New  York  Plaza 
New  York,  NY  10004. 
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